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LIMITED OFFICIAL USE LUANDA 1397 

E.O. 11652: N/A 
TAGS: ACOM ASEC 
SUBJECT: WATTS SITE PREP 

A. DRAWING NO. AA388, SHEET 2: B. DRAWING NO. NA339, SHEET 
2 OF 2 

1. EARTH GROUND J-6 ON REF A, FROM POSITION ON 14TH FLOOR 

TO BUILDING GROUND REQUIRES 450 FEET (FOUR HUNDRED FIFTY FEET) 
OF ONE-INCH CONDUIT. ELEC. BOM INDICATES ONLY 140 FEET 
OF ONE INCH CONDUIT. REQUIRE THE FOLLOWING MATERIALS ASAP: 

A. ONE-INCH CONUIT 310 FEET 

B. CONDUIT EMT LB ONE-INCH 15 EACH 

C. COVER, BLANK, FERALOY ONE-INCH 15 EACH 

D. GASKET. RF, ONE-INCH 15 EACH 

E. CONNECTOR, STRAIGHT, ONE-INCH BOX 30EACH 

F. COUPLING, ONE-INCH 30EACH 

G. STRAP, CONUIT, ONE-INCH 100 EACH 

H. SPACER, CONUIT, ONE-INCH 100 EACH 

2. DOES ANTENNA GROUND REF B GO TO BUILDING GROUND IN 
BASEMENT? WHAT SIZE CONDUIT IS IT TO BE RUN IN? 
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3. WAS TRANSFER SWITCH FOR SWITCHING FROM COMMERCIAL TO 
EMERGENCY POWER SHIPPED TO THIS POST? IF NOT, NEED ONE ASAP. 

4. REQUIRE 8 EACH ALLEN HEAD 5/8 INCH X 2 1/2 INCH 
POSITIONING BOLTS FOR MOSHER CLASS 6 DOOR. 

KILLORAN 
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